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gs reerery Regarding your request for information 
on the blag values for the information recorders, this is to 
advise that the deviation of 5 ~ 10% im bias current should 
cause nO concern. 


At the present time there are no MP bocks available for 
your use. Stepa have been taken to make thie inforrnation 
available to you ag goon as possible, 


heen ees sso 
In reporting component failures, if the cause of failure ie 
known, please indicate the reason, 


In relaying so-called “Publication errors, we are finding 
that gome of theae ars design errora, not errora in 
publication. At the tire of reporting, please indicate which 
type of error you have found. Thies will expedite correction. 
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